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MEDIUM-MU TRIODE— 
SHARP-CUTOFF PENTODE 

9-PIN MINIATURE TYPE 

Intended for use in equipment having 
series heater-string arrangement 



MAR. 1, 1955 


TUBE DIVISION 

RADIO CORPORATION OF AMERICA, HARRISON, NEW JERSEY 
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